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Central Intdligmce Ageng' 



Washing|on.D.C20S0S 


7 November 1984 


Dear Dr. 


We have received a lot of applications for our History Staff 
position, and I have to report that your qualifications and 
experience do not match our needs as closely as do those of some of 
our other candidates. 

I am grateful for your Interest, and sorry that we cannot 
consider you further for this position. I shall return the material 
that you sent with your letter of application. 

With all good wishes. 


Yours sincerely. 


J. Kenneth McDonald 
Chief Historian 


Enclosures 


tributiont 

f : HI (Recruitment) 


/ 


STAT 


STAT 


STAT 


Sanitized Copy Approved for Release 2009/11/18 : CIA-RDP01-00569R0001 001 101 10-8 





